Louis XIIL


	Louis XIV t 17*5-
Dauphin Louis t I7II-
	
	= (2) Elizabeth Farnese,
	Philip, Duke of Orleans f 1701.
 Philip, Duke of Orleans. The Regent 1 1723.
 Louis, Duke of Orleans t *752.

Louis 1 17*2-
LouisXV t 1774-
	Marie Louise =j of Savoy (i)
	= Philip V =5 t 1746.
		
	Louis.        Ferdinand VI 1746-59.
		i           i
 Carlos             Philip. (Charles III I759-S8).
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